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UNCLASSIFIED 

PAGE 01 PARIS 07016 192010Z 
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ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-07 COME-OO /020 W 

127827 

R 191653Z MAR 75 
FM AMEMBASSY PARIS 
TO DR. ARMAND V. FEIGENBAUM 
PRESIDENT 

GENERAL SYSTEMS CO, INC. 

P.O. BOX 420 

PITTSFIELD, MASSACHUSETTS 01201 
INFO SECSTATE WASHDC 7678 

UNCLAS PARIS 07016 

E.O. 11652: N/A 
TAGS: BGENFR 

SUBJECT: APPOINTMENTS FOR DR. FEIGENBAUM, GENERAL 
SYSTEMS COMPANY 

l f HAVE ARRANGED APPOINTMENT WITH MR. JEAN PINEAU, 
VICE-PRESIDENT, AIR LIQUIDE, 75 QUAI D'ORSAY, 

PARIS 7E, SCHEDULED MARCH 25, 6:30 P.M. AS MINISTER 
PETROW WILL BE AWAY FROM PARIS MARCH 21 THROUGH 
MARCH 26 COMMERCIAL ATTACHE JAN B. VERSCHUUR AND 
ASSISTANT COMMERCIAL ATTACHE RICHARD C. DEVINE 
WILL BE PREPARED TO MEET WITH YOU EARLIER THAT 
DAY TO DISCUSS OTHER WAYS OF INTRODUCING GENERAL 
SYSTEMS COMPANY IN FRANCE. 

2. MR. KERVERN OF PECHINEY NOT AVAILABLE ON MARCH 25. 

3. POSSIBILITY OTHER APPOINTMENT MAY MATERIALIZE 
WITH MR. MAURICE DESSUS, CHIEF ENGINEER, SOFRECID, 

59 RUE DE LA REPUBLIQUE, 93109 MONTREUIL (USINOR'S 
ENGINEERING FIRM). WILL KEEP YOU INFORMED OF THEIR 
DECISION. PLEASE CONFIRM YOUR INTEREST IN THIS 
APPOINTMENT. 
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